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Ge . STAT 
5 January 1954 


The Honorable Irving Ives” 

c/o George Washington University Hospital 
901 - 23rd Street, N. W. 

Washington, D. C. 


Dear Irving: 


I was distreased to see in the paper this morning 
that you have been hospitalized for a check-up. I 
hope that by now the doctors will have given you an 
encouraging report. 


All best wishes for a very happy New Year. 


Sincerely, 


SIGHED 


Alien W. Dulles 
Director 
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Office Memorandum ° UNITED STATES GOVERNMENT 


TO : The Director DATE: 5 January 195) 
FROM : Legislative Counsel 


SUBJECT: Washington Post 
5 January 195), 


At least one member will miss 
the opening Wednesday. Senator 
Irving M. Ives (R-N.Y.) has been 
hospitalized for a physical 
checkup at George Washington 
University Hospital and will 
probably stay there all week, 
his office said. The Senator's 
son, George, said the check-up 
was related to “a heart condi- 
‘tion he has had for several’ 
years but is not at all serious.” 
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The Honorable Irving ives 

% George Washington University Hospital 
901 - 23rd Street, N. wv. 

Washington, D. C. 


Dear Irving: 


I was sorry to see in the paper this morning 
that you have been hospitalized for a check-up. 1 
hope that by now the doctors will have found you in 
“apple pie" order. 


Please accept my best wishes for a speedy 
return to the Senate, and for a Very Happy New 
Year. 


Sincerely, 


eee “An Allen W. Dulles 


Director 
OGC:WLP/blc (5 Jan. 53) 
Orig. - Add. 
2 - Signer: 
2 - Legislative Counsel 
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CENTRAL INTELLIGENCE AGENCY 
WASHINGTON 25, D. Cc. 


OFFICE OF THE DIRECTOR 


The Honorable Irving Ives 

% George Washington University Hospital 
901 - 23rd Street, N. W. 

Washington, D. C, 


a 


Dear Irving: 
d caf 
Iwas sexuy,to see in the paper this orning 
that you have been hospitalized for a check up. I 
hope that by now the doctors will have yous 
1 


Allen W. Dulles 
Director 
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Sincerely, an 


ane 


